TABLE III 


DIFFERENCES IN CO DELIVERY IN INCREMENTS 
OF 5 MG OF CO DELIVERY 1 


CO Delivery Range, 

_n>g /c jgL_ 


Average Difference 
_TITL-FM 


<0. 

.5 - 5 

17 

6 

- 10 

53 

11 

- 15 

124 

16 

- 20 

57 

21 

and above 

4 


+ 0.1 

+0.7 

+ 1.0 

+ 1.1 

+ 2.6 


OVERALL 


255 


+ 1.1 


1 The CO ranges are determined by TITL data. 
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